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Director of Central 
Intelligence 


Sir: 


The shotgun mikes used in the Auditorium to 
pick up questions from the audience are out for 
repair. May I suggest that at the end of your 
finished remarks when you are prepared to accept 
questions that you ask individuals, because of 
the absence of the mikes, to speak loudly so that 
all may hear the question. 


John F. Blake 


STAWA 7D-26 Hqs 


11 / 7/74 
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